INDEPENDENCE  NATIONAL  HISTORICAL  PARK 
Philadelphia,  Pennsylvania 
MOTHER  BETHEL  AFRICAN  METHODIST  EPISCOPAL 
CHURCH  -  Founded  in  1787  by  Richard  Allen  this  is 
the  first  African  church  in  America.  Reverend  Allen 
was  the  first  Bishop  of  his  denomination.  The  present 
Church,,  the   fourth  on   this  site,   dates  from  1890. 
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